USDA 



United Slates Department of Agriculture 
Animal and Planl Health Inspection Service 


routine 

27714M3553736D Inepjd 


Inspection Report 


Rhagavan Antfe 

TIGERS 

Cuslomer ID' 9276 

S51 Folly Ranch Lane 

Myrtle Reach, SC 29508 

Certificate: 56-043116 

Bile' TRA 


VARIOUS tPAVEL mCATBMS 


Type ROUTINE INSPECTION 


Dale Od-05-M14 


There were no non-compbant items identified al the time qF ihe inspection 


NOTE - Inspection conducted at the Renaissance Fairs ocated n Carver. MA. E^it nterview held i W5/14 on-site 
with facility reprasentHlivg. 

NOTE - This is an electronic version of the handwritten report dated 1 0/fr'l 4 delivered to the facility representative at 
time of ll*e Eex.it interview. 


■END OF REPORT' 


Prepared By; 
Title; 

Received By: 
Title: 


PAULA GLADUE, V M D 


PAULA S GLADUE, VMD U&DA , APH IS, Animal Care 

VETE Rl NARY M ED 1C AL 0 F FIC ER Inspector 1 054 


(b)(6), (b)(7)(c) 


Pasa % of 1 


Date: 

Od-05-2014 


Date: 

Qd-QS-2014 


Ills f ' H ctioli Rep olt Explanation: http : / /W¥. aphis .us da. go vf snirnsLurelf ale / dotimlo ads /IRJltplanation.p df 






